To: Janine.Latham@WestonSolutions.com[Janine. Latham@WestonSolutions.com]; Delgado, 

Eric[Delgado. Eric@epa.gov] 

Cc: Hart, Daniel[Hart.Daniel@epa.gov]; Burgo, Daniel[Burgo. Daniel@epa.gov]; McComb, 

MartinfMcComb. Martin@epa.gov]; Simon, Harvey[Simon. Harvey@epa.gov]; Davis, 

Tim[Davis. Tim@epa.gov] 

From: Morin, Jeff 

Sent: Sat 8/15/2015 5:17:21 PM 

Subject: RE: King Gold Mine Public Viewer 


prepping test page now 


bear with me - I’m moving as fast as EPA Web CMS will let me. 


Jeff Morin 

Office of Web Communications 


US Environmental Protection Agency 
w 202-564-6553 


From: Latham (Polinko), Janine [mailto:Janine.Latham@WestonSolutions.com] 
Sent: Saturday, August 15, 2015 1:10 PM 
To: Delgado, Eric; Morin, Jeff 

Cc: Hart, Daniel; Burgo, Daniel; McComb, Martin; Simon, Harvey; Davis, Tim 
Subject: RE: King Gold Mine Public Viewer 


To embed in an Iframe - <iframe id="ctlOO_cp l_map 1 " src=" https://gis.eparm.net/GoldKing Test 
“frameborder="0" style="width: 100%; height: 800px;"x/iframe> 


To Open in a new tab <a href=" https://gis. epann.net/GoldKing Test " target="_blank">Click here to open in a new 
tab</a> 


1803893 


ED 000552F 00008750-00001 



From: Delgado, Eric [mailto:Dclgado.Eric@epa.gov] 

Sent: Saturday, August 15, 2015 1 1:03 AM 
To: Morin, Jeff < Morin. Jeff@epa.gov > 

Cc: Hart, Daniel < Hart.Daniel@epa.gov >; Burgo, Daniel < Burgo.Danicl@epa.gov >: McComb, 
Martin < McComb.Martin@epa.gov >: Simon, Harvey < Simon.Harvey@epa.gov >; Davis, Tim 
< Pavis.Tim@epa.gov >; Latham (Polinko), Janine < Janine. Latham@WestonSolutions.com > 

Subject: Re: King Gold Mine Public Viewer 


Jeff, 1 will have the team send you the line of code for your testing purposes. 

The embedded viewer will be a test viewer since we are polishing up content. Once we feel like 
we have a final draft we will replace a line of code and perform the final check with you guys. 


Sent from my iPhone 

On Aug 15, 2015, at 10:34, Morin, Jeff < Morin.Jeff@epa.gov > wrote: 

If I can offer a technical suggestion, best is to provide a simple code to post, like a iFrame. 
The map viewer we posted yesterday embedded the map in an iFrame tag, which worked 
fine. 


Best to avoid having to upload support files, external javascript or xml calls, or CSS 
.classes. The EPA Web CMS disables those, or makes them difficult to work around. 


Jeff Morin 

Office of Web Communications 
US Environmental Protection Agency 


w 202-564-6553 
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From: Delgado, Eric 

Sent: Saturday, August 15, 2015 1 1:26 AM 
To: Hart, Daniel 

Cc: Burgo, Daniel; McComb, Martin; Simon, Harvey; Morin, Jeff; Davis, Tim; 

Jaiiine.Latham@WestonSolutions.com 

Subject: Re: King Gold Mine Public Viewer 


Give us an hour to work out some minor issues. I would like to set up a call before we pass 
over any code. 

Sent from my iPhone 

On Aug 15, 2015, at 09:41, Hart, Daniel < Hart.Daniel@epa.gov > wrote: 

All, Jeff morin is heading to the office now for other updates. Can you send the code 
so he can begin testing on Drupal 


Daniel (Danny) Hart | Acting Director of Web Communications | Office of Public 
Affairs I U.S. EPA I Tel:202.564.7577 I cell: 202.365.7095 


On Aug 14, 2015, at 7:50 PM, Burgo, Daniel < Burgo.Daniel@epa.gov > wrote: 
Dan, 


Based on the conference call with Eric Delgado, Marty McComb, and myself I 
am codifying some of the points we discussed. 


The OPS viewer url and login info is below. This viewer is a more robust version 
of the Public Version. 


htt ps://gis.eparm.net/goldkingops/#/-l 07.8340/37,2698/12 
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USer=j Nonresponsive 


pass= 


Nonresponsive 


The tentative timeline for the viewer will be tomorrow morning for a slimmed 
down version of the Public Viewer by tomorrow morning. It will contain 
locations and data displayed that have been submitted to HQ in the three links - 
trend graphs, analytical link, and water quality. The tool, SADIE, that is in the 
OPS viewer is going to be replaced with a webpage based analytical report. Over 
the course of a few days (possibly by Monday) we will finished QC’ing the latest 
monitoring data and working through the data differences between the three 
regions. 


Eric/Marty /Janine, 


If there is anything you want to add or about this please chime in. 


Thanks everyone, 
Dan 


OSC Dan Burgo 

U.S. Environmental Protection Agency 
5 Post Office Square 
Suite 100 (OSRR02-2) 

Boston, MA 02109 

(617)918-1052 Desk 
(617)918-0052 Fax 


1803893 


ED 000552F 00008750-00004 



CONFIDENTIALITY: This email and attachments may contain information which is 
confidential and proprietary. Disclosure or use of any such confidential or proprietary 
information without the written permission of Weston Solutions, Inc. is strictly prohibited. 
If you received this email in error, please notify the sender by return e-mail and delete 
this email from your system. Thank you. 
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